1017 Four Rod Road 


1890 


—a 


Originally on west side, near the railroad. House 
+ moved 1960s-70 when the natural gas tanks were 
installed. 


| The Dickson family lived there in the 1950s 


2018 Town of Berlin GIS Index. 


1890 current owner: Amy Eliades Sketch 


Town of Berlin, CT 


Property Listing Report “Map Block Lot 21-2-108F-25A “Aecount 1049400 
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Outbuilding and Extra Features 


Patio Paver 


Sales History 
Owner of Record 


ELIADES AMY 


Shed Wd Res 


Description 


Book/ Page 


589/ 496 


PREMIER BUILDING & DEVELPMT INC 564/ 155 


PAVANO,JAMES,G, 156/ 217 


Street Index 
Acreage 

Utilities 

Lot Setting/Desc 


Additional Info 


Sketch 


10 
0.39 
All Public 


Level 


Primary Construction Details 


Year Built 


Stories 


Building Style 


Building Use 
Building Condition 
Interior Floors 1 
Interior Floors 2 


Whirlpool Tub 


Total Rooms 


Colonial 


Full Bathrooms 


Extra Fixtures 


Sale Date Sale Price 


6/29/2007 320000 


2/8/2006 430000 


6/19/1969 0 


Exterior Walls 


Vinyl Siding 


Exterior Walls 2 


Interior Walls 


Interior Walls 2 


Heating Type Forced Air-Duc 


Kitchen Style 


AsphiF Gis/Cmp 


Heating Fuel Gas/Oil 


Fin Basement Area 


Fin BSMT Quality 


Fin BSMT Area 2 


Fin BSMT Quality 2 


